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OLC # 78 - gko7 






5 December 1978 


MEMORANDUM FOR THE RECORD 
SUBJECT : HSCA Security 


1. At our meeting with Mr. Cornwell this morning 
I repeated to him the expression of concern from 

Mr. Carlucci over the news that the Committee, in its 
drawdown, will be letting all of its security officers 
go. I emphasized the need for security controls in 
the last days of the Committee. Their security man, 
among other things, had controlled the Xerox machine. 

I mentioned some of the problems in the last days of 
the Pike Committee. 

2. Mr. Cornwell had no reaction except to say that 
he would report our concern to Mr. Blakey. 


E7 IT BrecJcmridge 


cc: SA/DDCI 

D/Security 
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